To:  Ostrander,  David[Ostrander.David@epa.gov] 

From:  Crossland,  Ronnie 

Sent:  Sat  8/8/201 5 7:39:09  PM 

Subject:  FW:  Questions  about  pretreatment 


David, 


We  had  a discussion  with  NMED  today  and  they  had  the  following  questions  which  they  would 
like  to  have  answers  to  help  them  plan  for  possible  affects  to  drinking  water  systems. 


•□□□□□□□□  Specifically  what  type  of  coagulant  is  being  used  to  treat  the  water? 

•□□□□□□□□  Is  the  water  being  treated  in  the  holding  pond  being  released  to  the  Animas  River? 
•□□□□□□□□  If  so,  holding  time  for  this  releasing? 

•□□□□□□□□  Is  care  being  taken  to  ensure  that  floe  is  not  leaving  the  treatment  area? 
•□□□□□□□□  Are  samples  of  the  treated  water  being  collected? 

•□□□□□□□□  Are  they  also  conducting  field  monitoring  for  standard  water  quality  parameters 
(pH,  DO,  turbidity,  temp)  prior  to  releasing? 


Thanks, 

Ronnie 
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